CHURCH  STREET  METHODIST  CHURCH, 
Knoxville,  Tennessee. 
Church  Street  Methodist  Church  is  perhaps  the  best  ex- 
ample of  Modified  Gothic  Architecture  in  East  Tennessee. 
Situated  on  Church  Street  for  one  hundred  years,  it  re- 
tained the  name  when  the  present  building  was  erected 
on  Henley  Street. 
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